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Old 

New 

Bffective 

BCA&d 

ZazssL 
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Caiittidge Ultra Lta 100 SP 

5 


03/27/91 

ii 

B&H 85 (Box) 




14.5 

(is.y 

08/01/91 

!! B&H Lts 100 SP 

10.5 

ll/ 

11/04/91 

BSH Lta 100 etB 

10.5 

IV 

11/04/91 

1 

BSH lta Henthol 100 SP 

10.S 

11/ 

11/04/91 

BSH Lts Menthol 100 FTfl 

10.5 

U'^ 

U/04/91 

B6H Multifiltec SP 

11.5 

i nV ^ ■ 

09/16/91 

Saratoga 120 (Box) 

14.5 

15^ 

03/09/91 

Saratoga 120 Henthol (8ox) 

14.5 

03/09/91 

Virginia Slinis 100 SP 

M. 5 

is/ 

10/28/31 

Virginia Slima Henthol 100 

SP 14.5 

is/ 

iO/23/91 

Pacliaraent Lts 100 SP 

11.5 

12^ 

12/16/91 
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Product Chaa^ Deac riptioa 


Kew bleadr 33cu flajc cigarette paper changed to 27cu 
wood pulp 


CoMOlidated to Standard BSH filler, cigacette paper 
pgrosity reduced frosi 46cu to 33cu : v i 


Clgarette paper porosity reduced from 33cJn, to 27cu 
Ventilation reduced from 33% to 30% ■ V 


Cigarette papec addltive reduced from 2,0% to 0. 
citrate 


Ko changea reguired (brand curiently avetaging llmg 
tar) 


Filter redesiguito elimijiate plastic fluted filter 


Ventilation reduced from 33% to 30% 

ventilation reduced from 33% to 30%, cigacette paper 

poroaity reduced from 33cu to 27cu 


Clgarette paper porosity reduced from 46cu to 33cu 
No cbangca reguired (brand currently averaging 15mg 
tarj 


Mo changes roguired (brand currently averaging 12ing 
tar) . '' 
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Source: https://www.industrydocuments.ucsf.edu/docs/ppkk0001 





